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SUBJECT: ACR AIRCONDITIONER HEATERS 
DEPT FOR A/SY/T 

REF: FRANKFURT 5950: STATE 212812 

1. SHELLHORN ADVISES CHRYSLER HEATERS OBTAINED FROM: 
CUSHWA BRICK AND BUILDING SUPPLY COMPANY 4TH AND CHANING, 
NE. 

2. DORFELD TO THE BEST OF HIS RECOLLECTION ALSO REMEMBERS 
RECEIVING AT NEW DELHI A FIVE KILOWATT SIZE. 

3. NAME PLATE DATA ON CHRYSLER AIR TEMP-ELECTRIC BLAST 
COIL HEATER, TYPE USED ON MODEL 1 104 ACR AIRCONDITIONER 
IS AS FOLLOWS: 

PART NUMBER-2025801 

SINGLE STATE- WATTS PER STAGE 4800 

AMPS PER STAGE 20.8 

230 VOLTV SINGLE PHASE; 50 :6:)3 . 

4. PLEASE INCREASE OUR ORDER FOR A/C HEATERS TO FIVE 
BUT IN ANY EVENT NONE LARGER THAN 5KW.HARLAN 
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